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20” Color Video Monitor 


GVM-2020 





A Monitor For А Variety Of Sources—GVM-2020 


In a society overflowingly fled with information, messages are delivered to target audiences 
through various media in response to diversifed needs and purposes. Following this growing 
trend, а display unit capable of conveying information clearly without source limitation while 
{grabbing the attention of viewers has been demanded. Sony now gives the answer, the 
642020, a 20" color monitor with the muliscan facity. 

The 6VM-2000 provides many features, such as multiple inputs with audio for system 
versalllty high resolution for clear, sharp image display, multiscan facility for compatibility 
with computers and stable color reproduction due to a current feedback сїсий. 
Through the GVM2020, you can have any audio/visual message displayed whenever you 
need й. In addon, the adoption of slot type RGB input modules will allow for the future 
computer compatibility. 

Providing easy access to information, the CVM-2020 wil prove indispensable for better 
‘communication. This monitor will serve your display needs now and in the future. 





APPLICATIONS 
With the GVM-2020, а variety of applications Is now possible; trainingleducation, POP/POI, sub display 
The GVM-2020 will be the ideal choice far your needs, 
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Presentation 
The GVM Z020 can serve as 
preview menor inthe 
Projection system 
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Information Display 
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FEATURES 


Multiple Inputs With Audio 

‘The multiple input ces, Composit, VIC, and 
Analog/TTL RGB inputs, enable the CVIM-2000 to cover 
‘versed display needs. Whatever no picture sources, 
VIA, laser cise player, computer or whatever the 
application, the monitor can present pleasing piclures, 
Furthermore, tne monitor has аша capablllins Yo make I 
ап even better display col 





Multiscan Facility 

Tha scanning frequency of computera vanes аз many us 
model numbers, Thanks to Ihe multcan fact, the 
GVM:2020 can be used with various computer including 
an IBM PCIXTIAT win ОВА or EGA cards, oz IBM 6500, 
represanting a wide frequency range, 15KHz to ЗВАНЕ 
horizontally and 50Н2 to 10002 VIII. The monitor ls 
designed lo ашотайсайу detect the frequency ofthe 
signal being input ала looks ото II. The GVM 2020 18 
Versatile enough fo respond Ip а variety of picture 


‘Compatibility With Syne 
In addition to he mullscan асу the compat th 
various se pe Was Incorporated int the monto 
design. Compose or separate syne, as wel as а Sync on 
сееп postive or negative se, TTL ive! ar analog level 
утс, can e accented 


Horizontal Shift And Horizontal/Vertical 
Size Controls In The RGB Mode 

Despite Il signal frequency differences, the monto ls 
designed to display complet piclures viu any missing 
‚Solms. In addition the postion and size of pletres can 
be adjusted according lo customer preterence 


Superior Picture Performance 

The GVM2020 Is provided wih sophisticated elrcults to 

achieve superior plete performance, 

* The resolution o 560 ТУ Inos/720: 480 phils assures 
precise picture reproduction. When very mall 
Character text or denge graphle displays are required, 
‘tho GVM-2020 can fil {пе needs. 
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The dynamic picture circuit contributes to high contrast 
picture reproduction, 

"The automatic curont feedback cicul mayimizes tho 
stably in color balance which is essential to monitor 
pertormance. 

етпе newy developed compensation elreult s adopted 
to provide accurate computer graphiosidala вру, 
This allows ary pincushion distortion о be reduced 
better than ever 

Rogardlose of applications or operational conditions, 

quality pleturos VIII ხი diepluyed. 


Slot Type RGB Inputs 
For compa wth computer avaliable the futuro, 
Ihe GVM-2020 emnloys slot type RGB input modules. 
Merely ty exchanging an RGB input module, страу 
with various compulers can be achieved. Iს Hebi 
realy broaden application posses 


Versatility 

+ Duet the klin decoder board. an 8, 16 or Bion 
display can ხი дага wilh ne mode soc sch. 

> By using he RGB A SELECT switching pictures tom 
the ROS A при 1o ne Or ute, LINE A LINE BI 
RGB В, or vice versa, can be peor trom he 
compar кубо. 

«Last memory function allows the CVI-2000 10 retain 
the same PICTURE and VOLUME contol setings used 
бекте the power was tured о 

‘The SUB PICTURE contol в prod lo the RO 
inputs о adjust cotas, color and brightness when the 
display mode is sche om ne сотров\өл to he 
RGB mode o vice versa, Regardless of picture source 
йотса the GVM-2020 can diaploy sala pelucea 
traut апу color palm 


TRINITRON CRT 
‘The Emmy Award winning TRINITRON САТ fers high 
‘quality pictures. Due to is unique structure, computer 
generated datalgraphics cun ba clearly reproduced пот 
‘he corner to comer on the MI sauare screen, 
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